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Customer ID: 25075 


Certificate: - 


Site; 001 


JPUhllFFRCAlJCll 

PO BOX ££1 

Type; PFIEUCENSE IMSPECTION#£ 

BALM, FL 33503 

Dale; 04 February £014 


Mo rtcin-compliant items ideniHied during this inspection. 

Exit interview conducted with facility representatiue. 

’““No fegolaled actwity may be conduclad until a IJSOA license has bean Issued. 


LUIS NAVARRO, D V M 


By; 

LU IS A N A VAFI RO, D V M USDA, APH IS. Animal Care 

Title; VETERINARY MEDICAL OFFICER Inspector 6025 
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